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terms of said permit and the regulations of said board. No water-closet or privy vault 
shall be constructed without adequate provision for the effectual and proper ventila- 
tion and cleansing thereof. 

Regulation 1. Statement in application. — No permit for the construction of a 
leaching privy vault or cesspool shall be granted until the applicant ther^ior shall 
have submitted to the department of health a statement setting forth the dimensions 
of said privy vault or cesspool and the character of the soil in which the privy vault 
or cesspool is to be constructed. 

Reg. 2. Location forbidden. — No leaching privy or cesspool shall be permitted on 
any premises abutting upon a street in which there is a public sewer and water mains 
to which connection can be had. 

Reg. 3. Contents not to contaminate wells. — Such leaching privy vault or cesspool 
shall not be permitted where there are wells in the vicinity, the water from which is 
used for drinking or domestic purposes and which water is liable to become contami- 
nated by seepage from such privy vault or cesspool. 

Reg. 4. Construction. — Every leaching privy or cesspool shall be adequate for its 
purpose and be constructed of brick or stone and cemented at least 3 feet down 
from the top, except in districts affected by tidewater, where such privy vault or 
cesspool may be constructed of wood at least 1 inch thick, properly and securely 
braced. Every such cesspool shall be covered with a tight-fitting cover to prevent 
the escape of offensive odors. 

Sinks, Privies, Vaults, and Cesspools — Removal of Contents— Disinfection. (Reg. 
Dept. of Health, Mar. 30, 1915.) 

Regulations of the department of health of the city of New York, adopted March 30 
1915, effective April 1, 1915, relating to section 236 of the Sanitary Code, which pro- 
vides as follows: 

Sec. 236. Disinfection and removal of contents of sinks, privies, vaults, and all other 
noxious substances. — All putrid or offensive matter, all night soil, the contents of all 
sinks, privies, vaults, and cesspools, and all noxious substances, shall, before their 
removal or exposure, be disinfected and rendered inoffensive by the owner, lessee, or 
occupant of the premises where the same may be, or by the person or contractor who 
removes or is about to remove the same; and no part of the contents of any vault, privy, 
sink, or cesspool shall be removed without a permit therefor issued by the board of 
health or otherwise than in accordance with the terms of said permit and with the 
regulations of said board. 

Regulation 1. Contents to be disinfected. — The contents of every sink, privy, vault, 
or cesspool shall, before removal, be properly disinfected or treated so as to prevent the 
escape of offensive odors therefrom. 

Reg. 2. Containers to be water-tight. — All carts, receptacles, containers, and imple- 
ments used in the removal of the contents of any vault, privy, sink, or cesspool shall 
be strong, tight, and so constructed that no part of the contents shall leak or fall there- 
from, and kept covered and protected so that flies shall not have access thereto or to 
the contents thereof. 

Reg. 3. Manner of removal of contents. — The contents of any sink, privy, vault, or 
cesspool shall be loaded into such containers as quickly as possible and in a cleanly 
manner, and any portion thereof falling outside of said containers shall be immediately 
placed within the containers, and the surface upon which same has fallen shall be 
thoroughly cleaned and disinfected. 

Reg. 4. Cleaning of containers after use. — All carts, receptacles, containers, and 
implements used in removing the contents of any vault, privy, sink, or cesspool shall 
be kept in an inoffensive and sanitary condition. Such carts, receptacles, containers, 
and implements shall be thoroughly washed inside and outside after each use and 
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when not in use shall be stored and kept in some place where they shall not become 
offensive or create a nuisance. 

Keg. 5. Final disposal of contents. — The contents of every vault, privy, sink, or 
cesspool shall be disposed of in accordance with the terms and conditions of the permit 
issued by the department of health and in such manner as not to create a nuisance. 

Garbage and Other Offensive Matter— Removal by Vessels — Regulation of. (Reg. 
Dept. of Health, Mar. 30, 1915.) 

Regulations of the department of health of the city of New York, adopted March 30, 
1915, effective April 1, 1915, relating to section 245 of the Sanitary Code, which pro- 
vides as follows: 

Sec 245. Ships, boats, and other vessels; not allowed at dock or pier unless permitted. — 
No ship, boat, or other vessel shall be taken or allowed by any person to come into, or 
lay at or within, any dock, pier, bulkhead, or slip, for the purpose of the shipment or 
removal of any offal, garbage, rubbish, blood, or offensive animal or vegetable matter, 
dirt, or dead animals, or for the use of any contractor for the removal of any of the 
foregoing substances, without a peimit therefor issued by the board of health, or 
otherwise than in accordance with the terms of said permit and with the regulations 
of said board. 

Regulation 1. Construction of container. — Every ship, boat, or vessel and the 
implements and containers used thereon shall be so constructed as not to permit of the 
escape of offensive liquids or material therefrom. 

Reg. 2. Treatment of contents. — The contents of every ship, boat, or vessel shall be 
so treated and eared for as to prevent the access of flies. 

Reg. 3. Prevention of odors. — No offensive odors shall be allowed to escape from any 
ship, boat, or vessel or the implements or containers used thereon to the detriment or- 
annoyance of any person or persons not being thereon or thereupon engaged. 

Reg. 4. Dropping of contents on dock or into water prohibited. — Adequate means 
shall be provided to prevent the dropping of offensive materials or the liquids there- 
from upon the (lock or into the water of the harbor during the unloading of wagons or 
loading of vessels. 

Manure, Garbage, and Other Offensive Material. (Reg. Dept. of Health, Mar. 

30, 1915.) 

Regulations of the department of health of the City of New York, adopted March 30, 
1915, effective April 1, 1915, relating to section 242 of the Sanitary Code, which pro- 
vides as follows: 

Sec 242. Accumulations of manure, offal, garbage, and other offensive and nauseous 
substances; retention and disposal regulated. — No pile, deposit, or accumulation of 
manure, offal, dirt, or garbage, or any offensive or nauseous substance, shall be made 
within the built-up portions of the city of New York, or on or upon the piers, docks, or 
bulkheads adjacent thereto, or on or upon any vessel, boat, or scow, lying at such pier, 
wharf, or bulkhead; nor shall such pile, deposit, or accumulation be made anywhere 
in said city within 300 feet of any church or place of worship, or inhabited dwell- 
ing, without a permit therefor issued by the board of health or otherwise than in 
accordance with the terms of said permit and with the regulations of said board; and 
no person shall contribute to the making of any such pile, deposit, or accumulation 
without such a permit or otherwise than in accordance with the terms of such permit 
and the regulations of said board ; nor shall any car loaded with or having in or on it any 
such substance or substances be allowed to remain or stand on any railroad track, street, 
or highway, within 300 feet of any inhabited dwelling, or elsewhere in said city, nor 
shall any vessel, boat, scow, or float loaded with any such substance or substances be 
allowed to remain at any pier, dock, or bulkhead in said city, without a permit therefor 
issued by the board of health, or otherwise than in accordance with the terms of said 



